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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 150139 
ORIGIN OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 /024 R 

DRAFTED BY OC/PE-E/F:GARICHARDSON:VBT 
APPROVED BY OC/PE:CGSHAW 
DESIRED DISTRIBUTION 
A/OC-EUR, A/SY-FO, OC/S, A/SY/OPS/T 

114850 281850Z/45 

P R 281734Z JUN 77 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT PRIORITY 
INFO AMEMBASSY BONN 
AMEMBASSY WARSAW 

CONFIDENTIAL STATE 150139 

FRANKFURT FOR OIC/RTC, BONNFOR RCO 

E.O. 11652: GDS 


TAGS: ASEC 

SUBJECT: CCC AIR CONDITIONING RETROFIT 

REF: FRANKFURT 4790 

1 . SOURCE OF INFO INDICATED PARA TWO REFTEL UNKNOWN, BUT 
ALL NECESSARY EQUIPMENT AND MATERIALS ARE NOT ON SITE NOR 
ARE THEY SCHEDULED TO ARRIVE JULY SUPPORT FLIGHT. 

2. DEPT ONLY RECENTLY RECEIVED BOM FROM POST AND IS NOW 
IN PROCESS OF ORDERING MATERIALS. LEAD TIME ON STEP-DOWN 
TRANSFORMER IS AT LEAST THREE WEEKS FROM DATE OF RECEIPT 
BY MANUFACTURER. 

3. REGRET INCONVENIENCE WITH VISA. BUT ONLY EQUIPMENT 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 150139 

NOW AT WARSAW IS TWIN CHILLER UNIT ITSELF. DEPT WILL TRY 
TO EXPEDITE ALL NECESSARY MATERIALS AS QUICKLY AS POSSIBLE 
AND WHEN FIRM SHIPPING INFO IS ESTABLISHED, RTC WILL BE 
ADVISED. VANCE 
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